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2.31 (b) m (ii} 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

The tir»alfiliated member of Ihte lACUC dkl not attend the last three lACUC meetings held on 5rl8r£015. 11/19)2015 
araj S. The irregular attartdanca ol thi:^ ra[;tuired member pf the aummittae dgea nol damgn^lrala 

rspresofitatlon of general community Inleresls In trie proper care and treatment o1 animals as iniended urxicr the 
Animal Welfare Act. The unaffiliated member must panjclpate in lACUC activities to signily complete committee 
membership and fiiricrticin. 

Ccrreol by; All Future lACUC meetings 


2.31 (c) (») 

INSTITUTIONAL ANIiMAL CARE AND USE COMMITTEE (lACUC). 

Reports of the lACUG semiannual evalualions of ihe Facility inspections and program review have not been submilled 
1g Ibe Irnfrkitipnal CHIicial For Ihe Iasi; three insp^ctiong end reviews. Np repgrfs were submitted fdr the 5/1 5, 

1 1/19'1 5 and 5i'25>'l8 Irvspactions and revlows. The reports sball bo updated every sIk months upon completion of the 
required semiannual evaluations, Updated reports and submission to the lO is required 1o ensure appropriate 
ggmmunicalkin ig mainiained beiweer the lACUC and lO on issues of laciliiy adherence and complishce with AWA 
regulations and standards. 

Corred by: July 16^ 2016 ldr subrntssisn dl most r^ecenl evaluslion 

2.31 (c) (7) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

Approved protocol 15-02 using rabbits describes the use of a KetaminerXylazine anesthetic cocklail to be 
administered IM gr IV. Disgussign with personnel ggnducting fbig prscgrAirg indiceled the drug comtanatign ig sctuglly 
given IP. Devlationa from protocols relalod to minimizing pam and distress can be considered significant changes and 
shall be reviewed and approved by the lACUC prior in' implementatiO'n Consideration of topics lor review might 
indudg apprupnaienes^ gf route of drug adminislraiion adoarding lb ggtablishsd spsoies guidelines. 
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Correct by: Immediate 
2.31 (e) (5) 

INSTITUTIONAL ANUMAL CARE AND USE COMWITTEE (lACUC). 

Approved protocol IS-Ol does r>ol contain a complete description ot the eutfianasia meihod lo be used AUbougih the 
protocol stales Itie dosage ol Katoniina''Xylazine combination to be girven itie route o1 edminislralion of Ifie dru^a is 
not documenled. The lACUC mufit ensure that all pfoloools conlam the lolormatlon required under the AWA Irtclodlnq 
an appropriate method of euthanasia. Prior io approval the lACUC must confirm ifiat proposed eulhanasia acUviiljes 
are conducted usingi astablished AVMA guidelines and humane admmialration. 

Correct by: Immediate 


2.33 (a) 

ATTEMDIMG WETERIMAFIIAN AND ADEQUATE VETERINARY CARE, 

The most curnenl wrwtten program of veterinary care daled June 2015 c incomplete. The inlormation provided urxJer 
the euihanesia section does not indicate which drugfs), dose or route of administrelion will he used lor Itie animals et 
this faaiity. Since the PVC stales that only the roglslrant will tn pnrlorminq euthanasias ll Is Imparallve that a 
complete description of the procedure and methods is dearly delineated. Assurance must be provided that 
oullianaaia is conducted in accordanoe wirih AVMA guidolinas. 

Correct by; June 30, 2016 

2.33 (b) (*) 

ATTEMDIMG VETERINARIAN AND ADEQUATE VETERINARY CARE, 

'Guinea pigs used under protocol 15 -01 are eulhanized using a Ketamine^Xylaiine injectable drug combination and 
is slated to be administered at ttiree limas the standard anasthetd dose. Appording to AVMA 201 3 euthprasia 
gudellnas Ihia use o1 a dissociative anasthatio In oombmation with art alpha 2 adranargic agonist should be 
administered at frve times the anesthetic dose standard when used in laboratory animals for euthanasia. 

'During discussion with personnal responsible lor the above described euthanasia procedure the criteria used to 
confirm death in the guinea piga afler euthanasia ar»d prior to body disposal could not be provided lo this inspector. 
The individual was asked twice how confirmation at death was dolarminod and no answar was ghrsn. AVMA 
guidelines and industry standard lor humane euthanasia mandate that death musi always be confirmed using 
estoblished criteria. 

Guidance to principal investigators and personnel involved in Ihe care and use ol animals regarding euthanasia must 
be provided to eslablish the prgviaiqri tor adequate veterinary pare required fo he maintained by researph tsKililies. 
The oomblnallon of inadoquato euthanasia dosages and lack ol conlirntatlon of death prior to body disposal can hava 
painful arKl distressful consequences lor the animals involved. The facility should review euthanasia training^ 
methods end techrtigues lo ensure 
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humane handlir*g of animate and adequate veteninarv care regarding eulrtanasia that at least parallels accepted 
vetefiuary staniiards. 

Correct byr June 30, 20i6 


2.36 (a) 

ANNUAL REPORT. 

The ctinrefit {£015) annual report was signed bv the facility on December 2, 201 5 and received in the western 
regional uHice on March £6, 2016- A Fflcilily Ihet uses or intends to use live animals in rasearcii shall submit an 
arrnual report to Itu appropriate rational olfloa on or botwa Decamter 1 of each calandar year. To comply with llta 
regulations and requirements under the Animal Welfare Act all future annual reports shall be filed by December 1 , 

Correct by: All future annual report (llmgs 


The inspection was conducted wilh the Quality Assurance Manager and the Inventory Manager. 

The axil InLerview was conducted lin porsoti on Juno 16, 2016 with the Laturatory Manager , Health Physics 
Specialist and Quality Assurance Manager, 
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